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BUREAU OF THE MINT, 
Wastungton, DBD. E., April 13 , 783 9, 
Hon. Daniel M. Fox, 
Superintendent U. S. Mint, 
Philadelphia. 
Sir +. 2 

Enclosed you will find a list of errors in classifying on 
your Register of Deposits gold and silver bullion deposited 
during quarter ended Slst ultimo. While some are not pra nete 
you will observe that one deposit in particular (No.27), contain- 
-ing 280 ounces of gold and 98 of silver, was clearly a gold 
deposit, though entered on the Register as sadver. 

I know of no way to avoid such errors except by making 
original entries in a blotter, subjeet to revision, before making 
entry in the regular Register. 

This practice seems to be followed in the other institutions, 
and though attended with some trouble, avoids all such errors, 
which ought eertainly to be within eontrol. The occurrence 
of such errors, as I consider, reflects upon method, which is 


presumed to be strictly accurate and systematic. 


Respectfully yours, Pai 


POO oe 








d Directo the Mint. 
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Errors, Register of Deposits, Mint at Philadelphia, quarter 
ended Mareh 31, 1889. 


Silver deposits entered as gold deposits. 


Receipt Fineness Standard weight (ozs. & dec.) 
No. Gold Silver Gold Silver 
1045 274 278 25.665 25.78 
80 158.5 407 4.515 11.03 
5 331 363 76.718 85.56 
96 411 419 55.565 55.88 
1416 562 564 5.410 5.59 
57 448 498 28.525 51.42 
1205 251 457 — 6.484 11.74 
91 528 410 15.885 17,22 
1526 544 420 25.889 28.95 
59 $14.5 553 9.547 10.40 
1412 344 450 5.657 7.01 
42 557 559 5.058 5.05 
1520 282.5 411 14.219 20.54 


Gold deposit entered as silver deposit. 
Silver Gold Silver Gold 
27 209 578.5 98.51 280.508 
Gold deposit entered as"silver purchase". 


556 275 285 6.71 7.869 


NARA RG104, Entry 1, Box 156 


[Abstract:] Encloses list of errors in classifying on register of deposits... 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
April 13, 1889 


Hon. Daniel M. Fox, 
Superintendent U.S. Mint, 
Philadelphia. 


Sir: 


Enclosed you will find a list of errors in classifying on your Register of Deposits gold and 
silver bullion deposited during quarter ended 31st ultimo. While some are not serious, you will 
observe that one deposit in particular (No. 27), containing 280 ounces of gold and 98 of silver, 
was Clearly a gold deposit, though entered on the Register as silver. 


I know of no way to avoid such errors except by making original entries in a blotter, 
subject to revision, before making entry in the regular Register. 


This practice seems to be followed in the other institutions, and though attended with 
some trouble, avoids all such errors, which ought certainly to be within control. The occurrence 
of such errors, as I consider, reflects upon method, which is presumed to be strictly accurate and 
systematic. 


Respectfully yours, 
James P. Kimball 
Director of the Mint. 


NARA RG104, Entry 1, Box 156 


[Enclosed note: ] 


Errors, Register of Deposits, Mint at Philadelphia, quarter ended March 31, 1889. 


Silver deposits entered as gold deposits. 




























































































Receipt Fineness Standard weight (ozs. & dec.) 
No. Gold Silver Gold Silver 
1045 274 278 25.665 25.78 
80 158.5 407 4.315 11.03 
5 331 363 76.718 83.36 
96 411 419 33.565 33.88 
1116 362 364 5.410 3.09 
Bi 448 498 28.523 31.42 
1205 251 457 6.484 11.74 
91 328 410 13.885 17.22 
1326 344 420 23.889 28.93 
59 314.5 353 9.347 10.40 
1412 344 430 5.657 701 
42 357 359 5.058 5.03 
1520 282.5 411 14.219 20.54 
Gold deposit entered as silver deposit. 

Silver Gold Silver Gold 

oil 209 578.5, 98.51 280.508 
Gold deposit entered as “silver purchase”’. 

536 273 285 6.71 7.869 





























